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5 May 1967 


MEMORANDUM FOR: Director, Office of Special Projects 


SUBJECT: CORONA Weekly Report, 1-5 May 


1. Webb attended CCB meeting i on 
2~3 May 1967, 


2. Webb at VAFB, California, for cleanliness inspection 
and Romance of the J-40 system, 
a5 


e--: with a -- a- 2 May to discuss 
J-3 contracts, 

4, We...» a telephone call ‘rom 
Telecommunications/ORR on 3 May. ORR has been taske to 


write a paper, by 12 May, describing the satellite TV relay sys- 
tem being established by the USSR. Asa part of this paper, ORR 
is interested in obtaining a listing of TV transmitters within the 


USSR. I offered to produce a listing that OSP considers to be the 
_™most accurate and complete single listing available. 













5. A listing sorted by frequency, within city or town, and 





alphabetically by city or town, equested of of 
MB erdqurtess on 3 May). will provide this print out by 
May. 
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6. FYI, the telecommunications office of ORR provid 
the major inputs to the microwave communications study that 


wa 


performed in support of Project They (ORR) were always 
cooperative and were never inqu e about our purpose or 
requirement, 7 

7 WB eon hours changed on 3 May 1967, to begin 
at 0800 vice . . 





8, on 4 May 1967, regarding EKIT flight 
schedule. e ponsored EK RED DOT flight had 
priority on the equipment in April, thus the scheduled EKIT flights 
were not flown. The equipment will next be available between 9-15 
May. Hopefully, the EKIT flights can be scheduled at this time, 
however, this schedule has not been confirmed, 


Forecast Activities: 


1, Webb will attend an GP: -crnica Direction meeting at 


wm: 10 May 1967, 
2. voces arved will attend the ''C"' and J ormatting 
meeting at on May. 
3 


- The following buy offs are scheduled for May and June: 


J-48 SRV's 747/748 GE 21 May 
CR-3 SRV's 807/808 GE 2 June 
CR-3 Instruments 306/307 ITEK 6 June 





